Donald Trump, Jr. Has Coronavirus 








©) tonyodarg.wordpress.com/2020/11/21/donald-trump-jr-has-coronavirus 


Tony Odarg November 21, 2020 





I’m surprised this hasn't happened sooner, seeing as the White House was infected and Trump’s 
superspreader rallies: the President’s son Don has tested positive for Covid. He has apparently been 
asymptomatic, is quarantining in his cabin and is following all protocol. Amazing that a Democrat hoax got 
even to the royal son. Anyway, he will more than likely recover (thanks to the elite healthcare he has that is 
routinely denied to everyone else) and go on to claim its no big deal. It’s all so tiresome. 


Links 


Positive: https://www.cnn.com/2020/11/20/politics/donald-trump-jr-coronavirus/index.html 
Archive: https://archive.vn/82dlz 


Isolation: https://www.bloomberg.com/news/articles/2020-11-20/donald-trump-jr-infected-by-coronavirus-and- 
in-isolation 
Archive: https://archive.vn/XgdwA 


Spokesman: https://apnews.com/article/donald-trump-coronavirus-pandemic- 
Offe6e4835b6e8fe77c3016024ebba93 
Archive: https://archive.vn/94SJg 


1/2 


Thread: https://twitter.com/NicoleSganga/status/ 1329923824498872322 
Archive: https://archive.vn/xCS7e 


2/2 


